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General JuUua K ^/ ^ 

110 Sooth Dearborn Street 

Chicago 3 # Dliools 
Dear Julius 

TiMk yoa t<r 

^^rSUoh for O- ««* 
Subeootalttee. 

I flai jrour 

appreciate the ^ ypur letter. 

handwrlttee f inforeatim 

X have not a® 3 ^ oel * . j __ 0 f «xw re- 

•V v^SStoSSSS/aSSd to 

port bat a» natarellyww«e 

Swrlag acre 00 *** 3UCa 


. ... , . 

o r^o 




Sincerely > 


Allen 4. IH*^ S 
Director 


(2 Feb 1955) 


Di fI-iol (via BeadWs) 
1 - FMC« ^ on0 .. 

1 - EE 7 
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ER 6-5620/a 




GMsreJL Julius K lein / 
3fl0 "oath Dearborn Street 
IMea.go 3, Illinois 

Bear Jvdiu-S *. 


BOSlSsi 
E0 :i-' 


' Thank you for your letter of 
January 20 ©ado sing a copy of your 
moor% to the U. f. Senate Oomlttee 
on .ppropriatians for the Armed Services 
SUl«S0BBdtt4M. 

X find your report inter© sting and, 
appreciate the coanent contained in the 
handwritten postscript to your letter* 

X lave not as yet received any information 
on that •classified* portion of your re- 
port but ea naturally looking forward to 
bearing sore on the subject, 

* sincerely. 


STAT r ip* 

« 


men ftU 9tdl«s 
Director 


O/DCl/1 |un (2 Feb 1955) 

Distr.: 

1 - DCI (via Reading) 

1 - FMC cjardno 
1 - ER -iCa.„ 
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JULIUS KLEIN 

IIO SOUTH DEARBORN STREET 
CHICAGO 3, ILL. 


00500520013-0 



January 20, 1955 


The Honorable Allen W. Dulles 
Director of Central Intelligence Agency 
Washington, D. C. 

Dear Allen: 

Now that my report to the United States Senate Committee 
on Appropriations for the Armed Services Subcommittee has 
been officially released, I am enclosing the complete text 
herewith. 


I hope you will find time to read it and I shall be 
pleased to receive your comment. 
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